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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards Institution 
on 4 November 1963, after the draft finalized by the Machine Tools Sectional 
Committee had been approved by the Engineering Division Council, 

0.2 As the main components in a bench grinder which affect the working 
accuracy arc the bearings, the permissible accuracies of this test chart have 
been carefully co-related to the a( curacies of bearings proposed to be specified 
in 18:2513-1963 Boundary Dimensions for Rolling Bearings for General 
Engineering Purposes. 

0.3 Production of this type of machine has been well established in the 
country and it is expected that this standard will assist the manufacturers and 
the purchasers. 

0.4 The accuracy of testing of machine tools largely depends upon the 
accuracy of measuring instruments. The Engineering Metrology Sectional 
Committee, EDC 43, has decided that the measuring instruments shall be 
calibrated at 2()^C. 

0.5 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, ol>served or calculated, expressing 
the result of a test, shall be rounded off in accordance with IS : 2-1960 Rules 
for Rounding Off Numerical Values ( Revued), The number of significant 
places retained in the rounded off value should be the same as that of the 
specified value in this standard. 

0.6 This st^idard is intended chiefly to cover the accuracy requirements of 
bench grinders, and it does not include all the necessary provisions of a 
contract. 



1. SCOPE 

1.1 This standard preset ibes the limits of accuracies for bench grinders. 

2. TESTING INSTRUMENTS 

2.1 The testing instruments shall be of the approved type and shall be 
calibrated at 20*C ( see 0.4 ). 
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ISi2333-1983 

3. ACCURACY REQUIREMENTS 

3.1 The tests to be carried out, the instruments required, the maximum 
permissible errors and the manner of carrying out the tests shall be as detailed 
in the test chart. 

3.2 The tests shall be carried out at the manufacturer's works. 

3.3 Before carrying out the tests, the machine shall be levelled in accordance 
with the manufacturer's instructions, which they should supply in sufficient 
detail, with each machine. 



MENDNEIir NO. 1 APRIL 1961 

TO 

15:2538-1963 TEST CHART FOR BENCH GRINDERS 

AddenduM 

[Page S {pag» 8 of Hu Rtptint), olauM Ul\ •> 
Add tlM follovlng n«v Bot« 9fXmt 1.1: 

'lOXB - J!bi* standard, is awpllesbls for padsstlll 
grinders also. ' 

(DC 11) 
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